PREPARATION - 2GR-FE INTAKE 


2GR-FE INTAKE 
RECOMMENDED TOOLS 


09082-00040 


TOYOTA Electrical Tester 


PP-17 


(09083-00150) 


Test Lead Set 


PP-18 PREPARATION — 2GR-FE INTAKE 


EQUIPMENT 


Intelligent tester 


Vacuum pump 


